FORTY  SEVENTH  PERFORMANCE 


DECEMBER  13  AND  14  1888 


Zi}t  Qpaface  of  Zxutt) 


'  A  FAIRY  COMEDY  IN  THREE  ACTS 
By  w.  S.  Gilbert 

KING   PHANOR    MR.   PARKMAN  DEXTER 

PRINCE   PHILAMIR          .......  MR.  THOMAS  B.  TlCKNOR 

CHRYSAL   MR.   HARRY  H.  GAY 

ZORAM   MR.   ROGER  F.  STURGIS 

ARIST/EUS    MR.   HENRY  TAGGARD 

GELANOR    MR.   WILLIAM  O.  GAY 

QUEEN  ALTEMIRE    MISS  ANNE  LEE 

PRINCESS  ZEOLIDE   MISS  FRANCES  GOODWIN 

MIRZA    MISS   MARY  W.  STICKNEY 

PALMIS   MISS  CAROLINE  TlCKNOR 

AZEMA   MISS   MARY  B.  WALKER 


ACTING  MANAGER 


MR.  J     EDWARD  PRIEST 


